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CONFIDENTIAL OECD PARIS 17633 

EXCON 

E. O. 11652: XGDS-1 

TAGS: ESTC, COCOM, US, RO, UK 

SUB J : US AMPLIFIER AND PROBES TO ROMANIA - IL 1584 
REF: COCOM DOC (73) 955 ( DEPT A-4697) ( NOTAL) 

1 . UKDEL RESERVED ON REF CASE AT JUNE 26 COCOM MEETING 
AND INQUIRED WHETHER THERE WAS ANY DISCREPANCY BETWEEN 
P6053 PROBE DESCRIBED IN REFDOC AND THAT FOR WHICH BROCHURES 
WERE DEPOSITED WITH DOC (73) 59. LATTER HAS BANDWIDTH OF 
DC-500 MHZ. HE ALSO INQUIRED IF THERE WAS ANY SIGNIFICANCE 

TO FACT P6053 IS NO LONGER SHOWN IN MANUFACTURER' S CURRENT 
CATALOG ( LAST LISTED IN 1971 EDITION) AND ASKED THAT US 
AMPLIFY END- USE TO INDICATE WHY SUCH A BROAD BANDWIDTH 
PROBE WAS REQUIRED WITH BASIC OSCILLOSCOPE. 

2. ALL OTHER DELS HAD NO OBJECTION. 

3. INSTRUCTIONS REQUESTED FOR RESPONSE. 
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Automatic Decaptioning: X 
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Current Classification: UNCLASSIFIED 
Concepts: 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 26 JUN 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: elyme 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 19730ECDP17633 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XGDS-1 

Errors: n/a 

Film Number: n/a 

From: OECD PARIS 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730629/aaaajpda.tel 

Line Count: 56 
Locator: TEXT ON-LINE 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: elyme 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13-Aug-2001 by willialo; APPROVED <19-0ct-2001 by elyme> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 980226 

Subject: US AMPLIFIER AND PROBES TO ROMANIA - IL 1 584 
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